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SUBJECT: GERMAN LOGIC STATE ANALYZER AND OSCILLOSCOPE 
TO ROMANIA - IL 1584 
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IN RESPONSE TO REF B INQUIRY, GERMAN DEL REPLIES AS 
FOLLOWS: 

"AFTERCHECKING ONCE AGAIN THE EMBARGO STATUS OF THE 
HP 1601 L LOGIC STATE ANALYZER AND OF THE HP 182 C 
OSCILLOSCOPE, THE GERMAN AUTHORITIES AGREE WITH THE 
UNITED STATES VIEW, THAT THE HP 1601 L LOGIC STATE 
ANALYZER IS NOT COVERED BY EMBARGO AND THAT THE 
HP 182 C OSCILLOSCOPE IS EXPORTABLE UNDER THE 
ADMINISTRATIVE EXCEPTION PROCEDURE. 

"THE COUNTER-TIMER HP 5326 A AS A COUNTING EQUIPMENT 
ACCORDING TO ITEM IL 1529(D), BECAUSE OF ITS CONSTRUCTION 
FOR A MAXIMUM FREQUENCY VALUE OF 50 MHZ (WHICH IS BELOW 
THE CUT-OFF OF 5 NANOSECONDS AND WHICH CORRESPONDS TO 
A RECIPROCAL FREQUENCY VALUE OF 200 MHZ) HAD BEEN 
CONSIDERED BY OUR EXPERTS AS NOT EMBARGOED BY ITEM 
1529. A MORE THOROUGH EXAMINATION OF THE EMBARGO STATUS 
OF THIS TYPE OF EQUIPMENT CONFIRMED THE US VIEW, THAT IT 
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IS EQUIPPED WITH A TIME INTERVAL AVERAGING CAPABLE OF 
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RESOLVING TIME INTERVALS UP TO LOO PICOSECONDS. 

THEREFORE, IT IS EMBARGOED BY ITEM 1529(E) AS TIME 
INTERVAL MEASURING EQUIPMENT. 

"IN CASE THE GERMAN AUTHORITIES RECEIVE EXPORT REQUESTS 
CONCERNING THE COUNTER-TIMER HP 5326 A, THEY WILL 
HENCEFORTH BE SUBMITTED TO COCOM." 

TURNER 
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